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THIS 1S UNEVALUATED INFORMATION 


25X1 


Leacing: Soviet engineers of the Dinistry of blectrical industry 25X1 
25x1 L_]@iseussed the problem of the Auibyshev (53912'N/50°09'h) = Moscow 


power transnission line. Tie Soviet engineers | a a eT 25X1 


25X1 were well aware of the difficultics of this project. 
20X1 they were ell of the opinion that this problem could not be solved 
by esteblishinr vario.s res arch institutes and by assicnine co-missions to 


develep a ghee cose uieest transmission for 300 kv or a Girect current trang- 
mission for 500 iv, There was no cmert oncineer the vould have aitemptedc to 


design ne required high tensicn equipment. 25X1 
25x11 SOVLGL pians ror Lue TuLlbysneve 
i. COCOW Ofer 
2, The high tension line will be built for 300 ky three-phase current anc is 
scheduled to be 4 rulticore line (Buendelleiter), The Lescho-Kehla (1! 51 
J 65) Ceremic Plant in lermséorf (17 51/J 36) will possibly be as signee to 
construe: in suiators. 1 
GQ) 25X11 


Lud 


« the recmirec current anc voltege transformers are scheculecé to Le ceveloped for 
a voltege of 100 kv. The two Cermen transformer plants, the Sarl Liebknecht 
Vier Trensforrer ee in Berlin~Oberschoeneweice b™ 53/2 75) (formerly the 
AKG Plen>) and the VEM Trarsformer and X-ray lant (formerly the Koch & 
Sterzel Plant) in ee ae will pghaehy pe orcerec to cevelop the transformers. 
Pefore 1945, two calibrating apparatuses (iichnormale) were constructed in 
Germany Sor a voltage of LOO kv. One of these apparatuses vas Gelivered to 
the Fhyeikelisch-Technische lieichsanstalt (State Physical-Technie:] Insti- 
tute), anc the other one, which renaineé in the Koch & sterzel plant, is now 
in the Us5.5. he (2) 


Recurtent Ko, 


5X1 
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nad ad Sh ba 


Pty, # mm eg no Spe fie GaSe aa. 4 ne Ae ere ew, Se bes 
ane consizvetion of 3UG ky traiclorners is mresently impossibie in the 


Data oo Seviet erpine 
obvi ously cil not wish to desl with this orobler, They even founc 7b cis 
néndle the prablems oavmrring in the censtruetion of <20 kv trans- 


et sone of Cernoary js also usable to construct 30 kv 


fr ormers, The Sei 
erangé LOXYT ELS » 


[| Geman exp 
“ t 4 fy 


WOHEO NOU &Die to solve i! 
engineers consiccrec surch 


s ovploved in the construction oF trans Jorness 
anes 


rt, 
s proh der fue io these ¢ifficultics, Soviet 
as 320 kv transforvers abroad. 


1 
2h 


In 25% the new university auerter an the sou le 
western oe a TOSCO» a large workshop butiding 
[Ja socern extra-hi¢h tension inetellation. A Seviet ongineer 

confiraed that Uhic installation was the only :mv direct current 
eabraehiph tension instal etion Imilt oy the Keech & oterzcl plant in 
Dresden, (3) 


GU 


Th 


1 plent in aga Stan aie aIGEne Keray instrusenits for medicc] purposes 
was suborcirate to the *tfinistr: af ‘Leebeie industry, Main Lepartment Poe 
wLevtrie industry, 2 ohn Depax ine ant for Hlectric Apparatuscs ine) 
Clewelektroapnarat 


oy ay eas 
Te! fp The he OFerisés Ga ormer textiie factory 
ad Siuce then has teen expandec. substantiel expansion work in 1952 was 


S250 sche ayi Lec a (9 


“The ode ant procucec the same here eqeiprent as the former Koch : 3terge 
iant, Ta the vepinnine the esaioment procuced was of near quality. 

2°01, the sumlivy of the equipient corperec in every respect wv ap Lae 
areviovus German voreduetion, The Mecay tubes vere celivered by a Leninrrad 


% 


ant wbich erployed 2a croup of Cermans rhe hed been Geported fvror, the Phoen’ 


Prent in audelstadt (1 S1/g ely, fhe finishec equipment was -ccepled by 
the Noccow Xerayy inst 
ment o* stancerd desi¢n were also mroduece. 


About 1,000 workers were employec in LOTL, About 15 peonle were employed in 
hts Lechn cal desipning office in 1017, anc about 20, half of thon wonen. 
in i95C. A special test cepertrent i.armfactured models of e7juipnent cesipned 
by the technical “€6.emin, office. The Soviet chiier electrics] enrineer of 
the Mlant wes Siutiov (fra) 


kower was supplied io Fian > ne Lie tcunsformer stetion in Komeunarka, 

The power supply to Lhe svuurhs of Poseot was poor durim: the ertire period 

of observation, Only the city a:cs of Lescow, in a racius of 22 k 

the Loun conter, was always sufficierviy anc reliably sunplied, Lavever 9 

aii, factories located ovtside this aone were compellec becsuse of load balance 
. to wotk only in two shifts end te suspenc operation during one weekday 

iinatec by the power center, Llectric power was available to the civilian 
pulation enly from 5 p.m. to 3 asn, and for one anc a half hours curing 

Heart tine, ‘when cleetric pover was chut off in the evenir; it vaually remained 

or, Tor Ue entire night. The voliese of the 220 V network varied between 

120 and 2hO y. 
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CENTRAL INTELLIGENCE AGENCY | 25x1 
3) A Lakorstory sor nuclear niyeics which was attachea to the Physical Science 
institute was located in the southvest part ef Loscow, on the Uslushsiv-ya vl. 
in the Leninsi.c tom sector, It ‘5 possible that this laboratory is the 
installetion referred Lo, 
(i) For location sketch of this slent, see fnnex, 
25X11 Coument: For "Main Department" read "Cliief "Directorate". 
Glavelextroapparat would not be *included" in the Chief Directorate for 


Electric Apparatus; it is the portmanteau title of that chief directorate. 


Approved For Release 2006/04/20 : CIA-RDP82-00457R011200020003-6 


Approved I For Release 2008/GaZ0:: 20°: ClA- RDP82- 00457R011200020003. 6 25x11 
hast af BOR) p ai 


Annex cL] 29X11 
ae CENTRAL INTELLIGENCE AGENCY 


Fecation Sketch cae nn fyend hy y Sten / 29X1 
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Lerend s 


Plant[ | The plant is to be exnancec te the north. 
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